HIGH IMPEDANCE PIEZO AMPLIFIER 


TO GUITAR AMP 


J2 


TO MIC INPUT 


CISOLATED FROM CHASSIS) 
GROUND LIFT GROUND LIFT 
NOTES: 
1) EITHER OR BOTH OUTPUT OPTIONS 
MAY BE USED. 


4.@U ADJUST 2) IF ISOLATION IS NOT REQUIRED, 
Qe BUFFER MAY BE CONNECTED 
DIRECTLY TO 174" OUTPUT JACK. 


2nV/rtHz 3) Cl, C3 AND C4 ARE SOU 
: POLYPROPYLENE. 
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